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SUBJECT: Change Proposal LAC~0, Fuel Flownecter Installation 


Attached Is one couy of a proposal submitted by Logkhead 
to replace the pressure ratio pethed cf determining enplne per 
forwanes with a fuck flow method. Se at FOS have been informed 
that you have had 4 test installation of this fuel floameter in 
use for arprowinatoly cix morthe, 

POG would appregiate your corments on the Jestrabiliby of 
the change anc sour opinions regarding whether or not som dif. 
ferent sppreach night prove a better solution te our engine 
perfiemance problon, 
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